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Bequest for Drapes for Bocms 1110, 1114, and 1118 If Building 


1. Jt is requested that drapes he provided and installed in 
the immediate offices, rooms 1110, 1114, and 1118 "M” Building,^ 

lief. Geographic Research Area (GS~l6), Office 


ssearcn anc 


rts. 




l^ro pair of brown drapes to "be installed In Boom 1110 
"If' Building. 


b. Two pair of green drapes to be installed in Room 1114 
"If 1 Building. 


>. toe pair of brown drapes to be installed in Room 1118 
"M" Building. 


2« It is further requested that cornices be constructed and 
installed at each window in the above-mentioned rooms and that they 
be painted standard color (green). 
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